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20 plastic bags (pbs) of vegetable matter (vm) 
4 pbs weighed and analyzed 
Estimated (Est) Net Weight: 4,468.0 g 



20 pbs of vm 

4 pbs weighed and analyzed 
Est. Net Weight: 4,502.0 g 



6 pbs of vm 

2 pbs weighed and analyzed 
Est. Net Weight: 1,335.6 g 


20 pbs of vm 

4 pbs weighed and analyzed 
Est. Net Weight: 4,500.0g 



20 pbs of vm 

4 pbs weighed and analyzed 
Est. Net Weight: 4,548.0 g 


20 pbs of vm 

4 pbs weighed and analyzed 
Est. Net Weight: 4,492.0 g 

Total # tested: 38 pbs 

Total Estimated Weight: 39,021.9 g ( ~ 86 lbs) 



26 pbs of vm 

4 pbs weighed and analyzed 
Est. Net Weight: 5,909.8 g 


2 pbs of vm 

2 pbs weighed and analyzed 
Net Weight: 454.6 g 



2 pbs of vm 

2 pbs weighed and analyzed 
Net Weight: 188.9 g 



20 pbs of vm 

4 pbs weighed and analyzed 
Est. Net Weight: 4,564.0 g 


18 pbs of vm 

4 pbs weighed and analyzed 
Est. Net Weight: 4,059.0 g 


Sincerely, 


Annie Khan (Dookhan) 
Chemi st II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617)983-6631 
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